Messages between Michael Homan & Tommy Smith 
1/6/2021 Michael Homan: You still in DC boy 


1/6/2021: Yeah we're still here, we just got pushed off the Capitol by the military police and the 
Capitol Police got pepper sprayed several times and beat up by the cops and got to be some 
cops asses but we're still here 


1/6/2021 Michael Homan: 1G 


1/6/2021 Michael Homan: Was that you on the inside the building fighting with the cops and 
tee 


1/6/2021 Michael Homan: It looked like you on tv 
1/6/2021 Tommy Smith: Yep 


1/6/2021 Michael Homan: 1a 


1/6/2021 Tommy Smith: Because we wanted to go inside&the cops didn’t want us to 
1/6/2021 Michael Homan: | hear you brother 


1/6/2021 Michael Homan: Be careful brother 


1/6/2021 Tommy Smith: ic C=) 


